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1 = Induatria Filaturii factor? located at Strada Radu ?ada No, 8 = Busharest. 
imich produced, yarri and Tishing squipment ^3 conTei^^ed Lo a checiicaX and 
pharmaceutical plant and started production on January 

2o The new plant came imder the control of the Ministry of rietailurgy and 
Chemical Industries ^ 

3o About 120 persons were employed o Details of output were not kno%^_ 

except that it included sul{^ur 3 ,o acid, phenol, niti^ic acid and ereosoteo 


prior to Conversion (i.e^ a Text 5 ^: e Hill) . 

The following is the to the sketch attached as Appendix A 5 

lo Galea Rahoveio 
2 o Hadu Voda Streets 
3o Street p (name not known o) 

4c Market Plata Rahoveio 

5-:. ^sk,pty loto 

60 Weavi 2 >g and spinning mill Fabrlca Damboirita Eahc^va. 

7o Wooden fence about le,30 meters high.> 

^1;. Entrancso 

Doorkeeper « 3 hutp a concrete building B x B metnrs. 

10. Lumber yard, a shed 50 x S x 6 meters 
13,0 Cotton mrehouse 5 a shed 50 ' x 6 meters,:. 

12o 5emi-*^completed block of flats o Construction sUirt^ in 1948 
bat was discontinued shortly afterwards o 
13 o Boiler room, 15 by 20 by 8 meters, built in 1949. At the 

3nd of 1949 a Storck type boiler v^as installed mth a heating 
3urf ace of about 50 m2 and a pressure of 5 atmor^pheres 0 
Underground watertank, 5 meters deep and 6 inetei*s in diam^,^er. 
built in 194 a. ^ 

15 . Underground watertank, 1.50 meters deep and 3 moter^ in 

diameter o Water from No. 14 was conreyed to thi.s tank with 
an electric pump of 6 h.p. To conv^ the wate:* to the factory 
air was pumped into the tanli at a pressure of 2 atmoapheros « 
There another electric mot<?r^of 6 h.p. Gonnumotion amourited 
to 20 per hotir. CONFIDEHTiAL’ J 


/ 

CLAssiFiQATiON u.s. offic:{ai^ onix 

STAtE # 


! mypf' # 


NSRB 

1 DISTRIBUTION 1 




rn 

|army # 


air # 


FBt 

-3 





13 


Documeel N®. -,.^ 1 ,.. 
K# Chsus® 5>» Ci«»s. Q 

[j Do*iaJSfS«;!l 
Ciass. 0l5B9gS!5 T«J TS 

Aufh.i KH T 0<2 
Data: l.l_SEPjai 8 - 


sCS 


Sanitized Copy Approved for Release 201 1/05/19 : CIA-RDP82-00457R01 0600060004-8 


.50X1 -HUM 


Sanitized Copy Approved for Release 2011/05/19 : CIA-RDP82-00457R01 0600060004-8 

50X1 -HUM 


~ U.S. OFFICIAia OHLX 
lEIjT^iuU. INTiXElGENCE AGliMCY 


l6,. Main factory building completed in 194^- c. It mr a reinforced 

concrete building 50 by 4^^ meters, divid-^d as f >llows^- 

a., Tv/o^story building 50 by S metersc The grouid floor teas 
used as a store? the first floor . caommodat^d offices and 
living quarters o 

bo 'IS'ia'*^stoiy building 40 by S meters ^ The bas sment and the 
ground floor v/ere used as stores | the first floor 
aocoinniodated the light machinery of the plaits 

S o Main machine a single- stoiy building ^2 by 32 meters o 
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